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[Abstract:] Recommending that the water in the Sweep Well be changed from pumping into the 
Culvert, to the settling well. 


Mint of the United States at Philadelphia, 
Melting and Refining Department, 
Philadelphia, 

June 13, 1884 


Hon. A. Loudon Snowden 
Superintendent 


Sir, 


It seems to me that it would tend to avoid loss of sweep, to conduct the surplus from the 
overflow well in the sweep Cellar into the sewer with its settling well on the N.W. corner of the 
Mint, and I therefore recommend that arrangements be made to effect the same. 


Respectfully yours, 
Jas. C. Booth 
M&R 


